2021 Winter Schedule 


Monday to Friday 


On Weekends, no Commuter Rail 
Effective January 23, 2021 


trains operate on the Greenbush Line 


an PM Keep in Mind: 
a ; allel ie LE) se ae ees AeA 7 id eae ue This schedule will be effective from January 23, 2021 
Bikes Allowed 2 & ¥ ee © ee ay & oo and will replace the schedule of November 2, 2020. 
6 Greenbush & 6:15 7:15 9:30 11:08 12:20 2:10 3:55 6:30 9:30 
5 North Scituate & 6:22 7:22 9:37 1:15 (eay7/ 2:17 4:02 6:37 9:37 
4 Cohasset & > 6:29 7:29 9:44 11:22 12:34 2:23 4:09 6:44 9:44 
4 _ Nantasket Junction &| 6:32 732. 9:47 11:26 1PEI7/ 2:26 4:12 6:47 9:47 
3 West Hingham & > 6:37 7:37 9:52 11:31 12:42 2:31 4:17 6:52 9:52 
2 East Weymouth & 6:41 7AI 9:56 11:38 12:46 2EGIS) 4:21 6:56 9:56 
2 Weymouth Landing/East Braintree & 6:47 7:47 10:02 11:44 12:52 2:41 4:27 7:02 10:02 
1 Quincy Center &| 6:56 7:56 10:12 11:53 1:01 2:50 4:36 7:1 10:11 
1A  JFK/UMass & 7:04 8:04 10:20 12:01 1:09 2:59 4:44 719 10:19 
1A South Station & TAP 8:12 10:28 12:07, 1:18 SHOW/ 4:53 VAY 10:26 


Monday to Friday 


AM PM df Bikes: Bicycles are allowed on all trains. 
—— site, TRAIN# 1071 = 1073, 1075 | 1077 1079 7071 = 1081 = 1083 1085 & High level platform and bridge plate available. 
Bikes Allowed ce) cs) ) cs) eS) oo) b% b% a) Visit mbta.com/accessibility for more information. 


LALZETLOGV 


1A South Station 
1A  JFK/UMass 


Out BWNDN = 


Quincy Center 


Weymouth Landing/East Braintree 


East Weymouth 
West Hingham 
Nantasket Junction 
Cohasset 

North Scituate 
Greenbush 


Massachusetts Bay 
Transportation Authority 
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Visit & Customer Service o>) Download the Follow 
I<@eO0LulsS MBTA.com 617-222-3200 Commuter Rail App @MBTA_CR 


